Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 

Message Text 

UNCLASSIFIED 

PAGE 01 STATE 046919 
ORIGIN HEW-06 

INFO OCT-OI EUR-I2 ISO-00 OES-06 /025 R 

DRAFTED BY DHEW/FDA: JRWEINROTH, MD.:CCK 
APPROVED BY OES/APT/BMP: WJWALSH, III 
DHEW/PHS/OASH/OIH: RFISCHER 
EUR/CE:KAKURZE(INFO) 

030724 126933/13 

R 030234Z MAR 77 
FM SECSTATE WASHDC 
TO AMEMBASSY BONN 
INFO AMCONSUL FRANKFURT 

UNCLAS STATE 046919 

E.O. 11652: N/A 

TAGS: OCON, OTRA, COE, TBIO, GW 

SUBJECT: FDA REPRESENTATIVE ATTENDING COUNCIL OF 

EUROPE MEETING 

1 . FDA ADVISES THAT ERNEST R. SIMON, M.D., ASSOCIATE 
DIRECTOR FOR CLINICAL RESEARCH, BUREAU OF BIOLOGICS WILL BE 
IN EUROPE MAY 16-31, 1977. 

2. DR. SIMON WILL REPRESENT EDA AS AN OBSERVER AT THE 
16TH SESSION OE THE SUB-COMMITTEE ON SPECIALISTS ON BLOOD 

PR OBI RMS TO BE HELD AT THE INSTITUT FUER IMMUNOHAEMAETOLOGIC 
DER J. W. GOETHE-UNIVERSITAET, ERANKEURT MAY 22-27, 1977. 

3. WHILE ASSISTANCE OF EMBASSY IS NOT REQUIRED, SCI/POL/ 

ECO OFEICER(S) MAY WISH TO MEET WITH DR. SIMON. SHOULD 
THIS BE THE CASE, PLEASE ADVISE. 

VANCE 
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